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Lapse in F^eral Funding Impact on CBP Website Operations 
Notice 

NOTICE: Due to the lapse in federal funding, this website will not be actively managed. This website was 
last updated on December 21,2018 and will not be updated until after funding is enacted. As such, 
information on this website may not be up to date. Transactions submitted via this website might not be 
processed and we will not be able to respond to inquiries until after appropriations are enacted. 


Aviso del impacto de la interrupdon de fbndos federales en las 
operadones del sitio web del Ofidna de Aduanasy Protiecdon 
Fronteriza de los Estados Unidos (CBP, porsussiglasen ingles) 

AVISO: A causa de la interrupcion de fondos federales, este sitio de web no sera administrado 
activamente. La ultima actualizacion a este sitio web se realize el 21 de diciembre de 2018 y no se haran 
mas actualizaciones hasta que el gobierno reanude operaciones; por ende, puede que el sitio web no 
refleje la informacion mas reciente. Es posible que no podamos procesartransacciones ni responder a 
preguntas hasta que se reanuden operaciones. 


Border Wall Construction Project to 
Begin in Texas 

Release Date: November 2,2018 

WASHINGTON - U.S. Customs and Border Protection (CBP), in partnership with the U.S. Army Corps of 
Engineers (USAGE), has awarded a contract to construct approximately six miles of levee wall system in 
the U.S. Border Patrol’s (USBP) Rio Grande Valley (RGV) Sector, which was funded in CBP’s Fiscal Year (FY) 
2018 appropriation. The contract for this project, referred to by CBP as RGV-03, awarded on October 31, 
2018 to Sisco Ltd in the amount of $145 Million for construction. Construction is scheduled to begin in 
February 2019. 
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The RGV-03 project includes the construction and installation of tactical infrastructure including a 
reinforced concrete levee wall to the height of the existing levee, 18 feet tall steel bollards installed on 
top of the concrete wall, and vegetation removal along a 150 foot enforcement zone throughout the 
approximately six miles of levee wall system. The enforcement zone will also include detection 
technology, lighting, video surveillance, and an all-weather patrol road parallel to the levee wall. This 
project lies within the McAllen Station area of responsibility in Hidalgo County, Texas. 

The RGV Sector remains an area of high illegal cross border activity. In FY 2017, USBP apprehended over 
137,000 illegal aliens, and seized approximately 260,000 pounds of marijuana and approximately 1,192 
pounds of cocaine in the RGV Sector. Once constructed, this levee wall system will serve as a persistent 
impediment to transnational criminal organizations, while still allowing river access for property owners, 
other federal/state/local officials, local emergency responders, and USBP. 

CBP continues to implement President Trump’s Executive Order 13767 - also known as Border Security 
and Immigration Enforcement Improvements - and continues to take steps to expeditiously plan, 
design, and construct a physical wall using appropriate materials and technology to most effectively 
achieve complete operational control of the southern border. 

U.S. Customs and Border Protection is the unified border agency within the Department of Homeland 
Security charged with the management, control and protection of our nation's borders at and between 
official ports of entry. CBP is charged with securing the borders of the United States while enforcing 
hundreds of laws and facilitating lawful trade and travel. 
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